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enough in section to allow of the passage of the belt and
buckets.    The elevator, consequently, had to be perfectly
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vertical, instead of being inclined at a slight angle as is
the usual English custom. This arrangement of casing
was found to be very awkward in the event of the bucket-
belt breaking, as, the casing being so small and inaccessible,